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unusual  aaaa  <>f  Botulism 

By:  M.O.  SHUPYATSKII,  Lt. Colonel  of  Msdloal  Corps 
(Raoeived  December  1958)  ■ 

(Translated  by:  Xdward  Lachowlcz,  Maryland,  Medical-Legal  Foun¬ 
dation,  Ino.,  700  Float  Straat,  Baltlaora,  Maryland,  21202) 

Patlant  B.,  3d  yaars  old,  was  adalttad  to  a  hospital  on 
Juns  9,  1957,  eoaplainlng  on  aztraaa  weakness,  ver tlgo,  nauaaa, 
vomiting,  zoroatoala,  dyaopia  and  dianaas  of  vision. 

Tha  patlant  dlacloasd  in  hla  atataaant  that  on  tha  6th  and 
7th  of  Juna  ha  ata  a  flah  (Phoxlnua)  of  oyprlnold  faaily  that  was 
caught  on  Juna  3rd  and  it’ was  marinated  on  Juna  4th  without  any 
prior  hast  treatment.  On  Juna  8th  ha  auf farad  froa  vertigo, 
vomiting  and  abdoouial  pains;  in  tha  evening  of  tha  sans  day  ha 
experienced  doubla  vision.  Than,  ha  waa  taken  to  a  aadlcal  station, 
whsra  ha  waa  subjected  to  a  gastric  lavage  and  was  adalnlstsrad 
glucoss  Intravenously .  Sines  bis  condition  did  not  laprove,  ha  waa 
hospitalized  on  Juno  9th. 

Tha  condition  of  tha  patlant  on  tha  day  of  his  adalttanoa  'to 
tha  hospital  was  grave .  His  pulse  rats  of  100  par  alnuta  waa 
rhythalc  and  of  satisfactory  fullness.  The  temperature  was  36.4^0. 
Heart:  not  enlarged;  his  heart  sounda  wars  clear,  but  deadened. 
Arterial  pressure:  130/70.  The  abdoaen  waa  soft,  yet  slightly 
swollen.  Liver  and  spleen  wars  not  enlarged.  The  pupils  wars 
widened  and  faintly  rsaoting  to  light.  A  difficulty  to  swallow 
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UftUi  mi  frcalMat,  !h<  huotj  ud  reflex  spheres  ihowtd  no 
pathology. 

Tho  ftllnVi  disease  tu  diagnosed  no  botulisa.  Sereral 
ha«n  later  ho  reselred  intraaueeular  lajsetlon  of  antlbotullnal 
ospus  typo  A  and  B  in  90,000  BU  oooh.  At  tho  saae  tin#  ho  woo 
prescribed*  90  al  of  40 %  gluooee  intravenously,  a  physiological 
solution  and  a  9?l  gluooee  up  to  3  1  for  24  houra  by  hypodornle 
drop-aethod,  alao  a  hyportonle  solution  of  aodlua  ohlorldo  sub-  . 
outaaeously ,  poniolllin  300,000  for  24  hoars,  Tltaalna  C  and  B, , 
aa  wall  as  eardlorasoular  drugs. 

Tha  patient’ a  eondltlon  on  Juno  10th  oontlnuad  to  ba  poors 
*a  obaarrad  a  paralatant  roalting,  iapalraant  of  rlalon,  dyaphagia, 
drooping  of  ayalido  and  oliguria.  Tha  patiant  reoelTod  hla  aaoond 
injection  of  tho  typa  A  and  B  aorua  In  90,000  BO  aaeh.  On  Juno  11th 
tho  patient's  eondltlon  laprored  slightly  after  roalting  baoaaa 
loss  frequent.  However,  tha  extreaa  weakness  raaainad  and  It  was 
aeeoapaaled  by  xerostomia,  rsrtigo  and  dlansos  of  via Ion. 

Ob  joe tiro ly s  fundus  oeuli  -  noraal;  blood  toots  9.6  Hb  870 
1  8, 100 1  BOB  (arythrooyta  aodlaantatloa  ra action)  7  aa  par  hour; 
foraulas  boo 11. 12,  saga. 63.  lyaph.  21  and  son.  4.  In  urlnas  slight 
albualanrla. 

Blaotrooardlography  on  Juno  10s  BB  -  0.60,  PQ  -  0.22,  QBS  - 
0.06  and  Of  -  0.31.  Tha  vara  of  P  was  raoordad  pooltirely  and  that 
of  0  raaainad  uaohaagad.  B1  ♦  P2  ♦  P3  *  *0  aa.  H^  -  snail  and  sapa- 
ratod.  Standard  runoffs  failed  to  reoerd  the  8  ware.  Tho  interna 
of  8T  vas  sa  tha  laollao.  Tha  T1  and  I2  wares  wars  expressed  faintly. 
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Th«  eleotrocardlography  indicated  Injury  of  tho  heart  auscle. 

The  treataent  oontinuad  as  bafora  with  iajaotiona  of  aarua 
of  tha  A  and  B  typa  in  50,000  BO  aach.  Bo  aarua  waa  adainiatarad 
on  Juna  12th. 

Tha  patient's  condition  datarioratad  on  Juna  13th  aa  vomiting 
raappaarad .  Tha  pupila  wara  wldanad  and  failad  to  raaet  to  light. 
Bxtreae  auaoular  weakness  waa  present,  aa  bafora.  Tha  patlant  waa 
adainiatarad  antibotuliual  aarua  in  tha  aaaa  doaa  for  tbraa  daya, 
i.a.  on  Juna  13th  through  Juna  15th.  Ba  alao  continuad  to  raeaiwa 
a  ganaral  analeptic  treataent  and  thua  ha  began  to  feat  batter 
gradually.  Tha  weaknalf  and  iapairaant  of  vision  raaainad  longer 
than  all  other  ayaptoaa.  finally,  alao  thaaa  ayaptoaa  diaappaarad 
and,  after  two  waaka,  tha  patient  waa  discharged  froa  tha  hoapital 

in  a  aatlafactory  condition  with  a  clean  bill  of  health. 
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Tha  apacial  feature  of  tha  deecribed  botulinal  eaaa  is  ttxtm 
that  tha  recovery  of  tha  patient  froa  grave  condition  could  only 
ba  accomplished  by  way  of  multiple  administrations  of  aarua  in 
tha  oourae  of  six  days,  whils,  according  to  tha  axiatant  instructions 
only  one  or  two  days  treataent  with  aarua  are  recoaaended.  Tha  oause 
of  tha  poisoning  waa  a  oonauaption  of  raw  fish.  (  > 


